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Failure Rate (Percentage) 


Original Data Set: FTA Results 



1 psapretrial.org 
















Failure Rate (Percentage) 


Original Data Set: NCA Results 
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Failure Rate (Percentage) 


Original Data Set: NVCA Results 



NVCA Score 

NVCA Flag 

% 

NVCA Rate 

1-3 

No 

93 

2.4% 

4-6 

Yes 

7 

7.2% 
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Failure Rate (Percentage) 


Validation Study: FTA Results 
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Failure Rate (Percentage) 


Validation Study: NCA Results 
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Failure Rate (Percentage) 


Validation Study: NVCA Results 



NVCA Score 

NVCA Flag 

% 

NVCA Rate 

1-3 

No 

95 

2.5% 

4-6 

Yes 

5 

8.4% 
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Assessment™ (PSA) is subject to applicable Terms and Conditions, including 
compliance with the PSA Core Requirements, available at www.psapretrial.org/terms. 
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